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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 166307 
ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 R 

DRAFTED BY A/SY/OPS/T:LJACKSON:JP 
APPROVED BY A/SY/OPS/T:MMUSSER 
A/SY/OPS/T - WGTT ,1,1AM 

086706 161919Z/41 

R 160124Z JUL77 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 
INFO AMCONSUL FRANKFURT 

UNCLAS STATE 166307 

TEHRAN FOR TSO AND RSO; FRANKFURT FOR OIC/RTC 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: AIR CONDITIONER PROCUREMENT 

REF: (A) TEHRAN 5727; (B) STATE 152716; (C) RECENT TELECON 
WGTT .1 .1 AM/.TGR ASSI ,F, 

1 . THE TRANE COMPANY HAS AVAILABLE A 2-4 TON COOLING ONLY 
OR 2 1/2-4 TON HEATING/COOLING UNIT THAT HAS 208-240 VAC, 

3 PHASE COMPRESSOR, MODEL SAHA 206. APPROXIMATE COST 
DOLLARS 750.00. SPECIFICATION SHEETS AND COMPANY REPRE- 
SENTATIVE INFORMATION BEING FORWARDED. 

2. IF POST PURCHASES TRANE UNIT, FUNDED REQUISITION SHOULD 
BE FORWARDED TO OPR/ST/P FOR ACTION. 

3. SY/OPS/T HAS 220 VOLT, 60 CYCLE, SINGLE PHASE AIR CON- 
DITIONER WHICH CAN BE SUPPLIED IF POWER CONNECTION CAN BE 
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Executive Order: N/A 

Errors: N/A 

Expiration: 
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